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Monday - 22 May 1978 y* 

11. LIAISON Called Jeanne McNally, House 

Permanent Select Committee on Intelligence staff, to find out whether the 
Committee would be holding a hearing on narcotics on 23 May. Jeanne told 
me that the 23 May hearing had been cancelled and re -scheduled for 31 May. 
Subsequently, Loch Johnson informed me that the hearing would Like place STAT 
at 1:30 p. m. on 31 May. 
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13. HEARING Attended the House Permanent 

Select Committee on Intelligence hearing on Intelligence Community Staff 
reorganisation. The Director was the principal witness. (See Memorandum 
for the Record. ) 
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14. BRIEFING Accompanied) 25X1 

NFAC/CSS, to brief Representative Robert L. Leggett (D. , Calif. ) on Cubans 

in .Africa. George Moses, the Congressman's Legislative Assistant, also 
attended the briefing. 

15. LIAISON Dick Giza, House Permanent 

Select Committee on Intelligence staff, called to say that the transcripts of 
the hearings on Intelligence C ommunity automatic data processing were 

being sent to IC Staff. The deadline for return of the 

transcripts is 12 June. 

16. LIAISON Michael Zellmer, in the office of 
Representative Richard L. Ofctinger (D. , N. Y. ), called to find out if CIA 
has done any research on the biological effects of microwave radiation. He 
has some information that CIA has done such work. Zellmer is after 
unclassified information and says he has no clearances. 


17. BRIEFING The Agency presented a briefing 

to the Subcommittee on Arms Control, Oceans and International Environment, 
Senate Foreign Relations Committee, on the subject of the Indian nuclear 
program, Senator Claiborne Pell (D. , R. I. ) chaired the main part of the 
briefing and Senator John IT. Glenn (D. , Ohio) was in the chair for the 
remainder of the time. The major portion of the Agency briefing was 
presented by NFAC/OSI. (Sec Memorandum for the Record.) 
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